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PAGE 01 KATHMA 01458 220658Z 
ACTION NEA- 10 


Message Text 


INFO OCT-01 ISO-OO HUD-02 EB-08 COME-OO /021 W 

080101 221038Z/13 

R 220549Z MAR 78 
FM AMEMBASSY KATHMANDU 
TO SECSTATE WASHDC 1453 


UNCLAS KATHMANDU 1458 


E.O. 11652: N/A 
TAGS: ECRE, NP 

SUBJECT: CODES REGULATING ELECTRICAL INSTALLATIONS IN HOMES AND 
INDUSTRIES 


1 . GON MINISTRY OF WATER AND POWER HAS REQUESTED EMBASSY’S 
ASSISTANCE IN PROVIDING INFORMATION AND/OR POINTS FOR FURTHER 
DIRECT CONTACT ON SUBJECT OF U.S. BUILDING CODES DEALING WITH 
ISSUES OF ELECTRICAL WIRING INSTALLATIONS BOTH IN HOMES 
AND INDUSTRY. 


2. COMMENT/ACTION REQUESTED: AT PRESENT THERE ARE NO SUCH 
CODES IN NEPAL AND WE WOULD OBVIOUSLY LIKE TO ASSIST GON IN 
THIS FIRST TENTATIVE STEP IN POSITIVE DIRECTION. MINISTRY IS 
PREPARED TO WRITE DIRECTLY TO POSSIBLE SOURCE IF WE CAN 
PROVIDE ADDRESSES. GIVEN OUR PRESUMPTION THAT CODES VARY 
SHARPLY FROM PLACE TO PLACE WITHIN U.S., THIS MAY BE BEST 
MEANS TO PROCEED. ON OTHER HAND, IF WASHINGTON AGENCIES HAVE 
PERTINENT INFORMATION WHICH COULD BE SUPPLIED CONCURRENTLY 
THAT WOULD BE APPRECIATED. PLEASE ADVISE. 

HECK 
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